Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Hanchett, James (DPH) [/O^CO MM ON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

2/5/2013 4:16:01 PM 

Cronin, John (POL) [/G=COM MON WEALTH OF MASSACHUSETTS/OU-EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN-RECI PI ENTS/CN-JOHN.CRON INCOB] 

RE: Amherst floorplan 

UMass_251__Mornll_Evidence_Office_Lab,_8~2~10,_Top_View[l]JPG; DrugLabArea(2).xis 


Hi John, 

All I have is floor area and plan of new construction, the south side of lab, north side would 
be main 1ab(N236) about same size as south. 

See attached 
James Hanchett 
Amherst Drug Laboratory 
Room N251 Morri 11 I 
637 North Pieasant Street 
Amherst, MA 01003 
Fax: 413-545-2608 
Phone 413-545-2606 
Cell : 

The preceding emai1 message (including any attachments) contains information that may be confidential, 
may be protected by the attorney-client or other applicable privi1eges, or may constitute non-public 
information. It is intended to be conveyed only to the designated recipient(s) named above. If you are 
not an intended recipient of this message, pi ease noti fy the sender by replying to this message and then 
delete al1 copies of it from your computer system. Any use, dissemination, distribution, or reproduction 
of this message by unintended recipients is not authorized and may be uni awful. 


From: Cronin, John (POL) 

Sent: Tuesday, February 05, 2013 10:39 AM 
To: Hanchett, James (DPH) 

Subject: Amherst floorplan 

Jim some time ago you provided a floor plan of Amherst. Could you forward again to me? 


Folk OIG PRR 099254 




